Now for the official National Weather Service forecast for the Indianapolis area.

Rest of today: Partly Cloudy with a 20% chance of showers and thunderstorms. Highs around 80. West winds 5 to 10 mph.

Tonight: Mostly Cloudy until midnight then becoming Partly Cloudy. Chance of showers and isolated thunderstorms. Lows in the lower '60s. Northwest winds 5 to 10 mph. Chance of percipitation: 50%.

Friday: Mostly Sunny. Highs in the mid '70s. Northwest winds 5 to 10 mph.

Friday night: Clear. Lows in the lower '50s. North winds 5 to 10 mph shifting to the East after midnight.

Saturday: Sunny. Highs around 80. Southeast winds 5 to 10 mph.

Saturday night and Sunday: Mostly Clear. Lows in the lower '60s. High in the lower '80s.

Sunday night: Partly Cloudy with a 40% chance of showers and thunderstorms. Lows in the upper '60s.

Monday: Partly Coudy with a 50% chance of showers and thunderstorms. Highs in the mid '80s.

Monday night and Tuesday: Partly Cloudy with a 40% chance of showers and thunderstorms. Lows in the upper '60s. Highs in the mid '80s.

Tuesday night and Wednsday: Partly Cloudy with a 30% chance of showers and thunderstorms. Lows in the upper '60s. Highs in the mid '80s.

Again, the forecast for the Indianapolis area for the rest of today: Partly Cloudy with a 20% chance of showers and thunderstorms. Highs around 80. West winds 5 to 10 mph.

The 8 to 14 day outlook for Thursday, June 19 through Wednsday, June 25 calls for tempatures to be near normal and percipitation to be above normal. Normal highs for the period are between 80 and 85 degrees, and normal lows are between 60 and 65. The normal percipitation total for the seven days is between .95 and 1.0 inches.

At 2:00pm, at Indianapolis, it was Mostly Sunny. The tempature was 76 degrees, the dew point; 62, and the relative humidity; 62%. The wind was West at 14 mph. The barometric pressure was 29.86 inches in falling.

Around Central Indiana, it was Mostly Sunny, with a tempature of 77 in Zionsville, 77 at Mt. Comfort, 77 at Camp Patrapary and 77 in Shelbyville. It was Partly Sunny, with a tempature of 73 in Muncie and 76 at Eagle Creek Air Park.

Elsewhere across Indiana, at South bend, it was Sunny, with a tempature of 76. It was Mostly Sunny, with a tempature of 78 in Lafayette and 78 in Terre Haute. It was Partly Sunny, with a tempature of 72 in Fort Wayne, 76 in Bloomington and 78 at Evansville.

Just outside Indiana, at Champaign, it was Mostly Sunny, with a tempature of 82. It was Partly Sunny, with a tempature of 80 at St. Louis and 78 at Louisville. It was Cloudy, with a tempature of 79 in Chicago, 70 in Dayton and 72 at Cincinatti.

One again, at Indianapolis, it was 76 degrees with Mostly Sunny skies.

The current time is 2:56pm Eastern Daylight Time.

This is NOAA All-Hazards Radio KEC74 in Indianapolis.